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SPORTS  BAY  AISLE  WINDOW 
Cathedral  of  St.  John  the  Divine 
Cathedral  Heights,  New  York  City 

One  of  a  series  of  five  windows  by  the  D'Ascenzo  Studios, 

1604  Summer  Street,  Phila.  3,  Penna. 
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